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Mobile Refuelers 


5®. ® f Capacity Ho of Deliv Rata Make of Aae i 

Units Make or Type USG Grade Hoses USO/Ml*/ 5.Mi cron ^ %B 

i .1- — L. hose putpr f v»» \ 

1 International TBoo IO07I30 ~~2 ~ 7 oTi P3F5I5t5? 

* Cjhev . 1000 108/135 1 75 » ' 

Method of into-place delivery of oil (equipment described) 

International equipped with 60 gal pneumatic oil lube tank in rear bucket box. 

Electric power available front airport generator. 

Total service personnel - It; Hours of eepyiqe - 8 am - fi p». 

Sales Data 


Aircraft 'type 
Operator Plane 

! 

UBA C^5? 

FAB P«4o 

0-47, 46 
etc 

PAA DC-6' 


Average 
Fuelings 
Per Ho 


Fuel Oil 
Grade Grade 

-Qfoflo ) (Esoo) 

i6o7lfo iio 


Average Monthly C 
Fuel Oil 


25,000 ^ 800 
their 


Avoraee monthly fuel and oil gallonages delivered by Esso: 


Grade 

iS5S~ 

100 


Total 

8,000 

26,000 


> -rage number of monthly- fuelings by Esso: 75 

fueled- per -plane 2 -Eng 300 J* ■Pm* coo 

-»« i««- p» K.. i-SS t» g?o 


ssnsfli 3 
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757.4 



